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(b)  the number and size-of units of plant and works, forming

part of the aforesaid plant and works, which ought
properly to be deemed to be standby if the station were
not a controlled station;

(c)  the standby capacity of the station, that is to say, the

number of kilowatts (expressed in kilowatts available
for supply to feeders) by which the maximum capacity
of the station would be reduced if the standby plant and
works referred to in clause (b) were to be left out of
account;

(d)  the actual effective capacity of the station, that is to say,

the number of kilowatts by which the maximum capa-
city exceeds the standby capacity.

X.  (1) The licensee shall be entitled to purchase from the station
in each month at a price determined under paragraph XIII a number
of kilowatts not exceeding the scheduled effective capacity of the
station on the first day of that month as   determined   in   sub-para-
graph (2).

(2) The scheduled effective capacity of the station shall be agreed
between the Board and the licensee in respect of each month of the
year of account, and^hall be computed in the same manner as the
actual effective capacity under paragraph IX, except that there shall
be left out of account such units of plant and works, if any, forming
part of the plant and works referred to in clause (a) of the said para-
graph, as the licensee declares to T>'e surplus to his requirements for
the time being:

Provided that the licensee shall not declare to be surplus to his
requirements any such units of plant or works as were installed or
were on order at the date of control or which were included in any
.previous computation of the scheduled effective capacity:

Provided further that if as a result of the licensee declaring as
surplus to his, requirements any units of plant or works, the sche-
duled effective capacity is in respect of any month computed to be
less than the maximum demand of the licensee on the station for
the purposes of his own undertaking, then such units of plant or
works and all further additional units of plant or works shall there-
after always be deemed to be surplus to the requirements of the
licensee as aforesaid unless jthe Board decides otherwise.

XI.  Of the kilowatt-hours purchased by the   licensee   from   the
Board in each month, a number of kilowatt-hours not exceeding the
number which bears the same proportion to the total number pur-
chased as the scheduled effective capacity for the month bears to
the maximum demand of the licensee on the Board in that month
shall be purchased at a price determined under paragraph XIII; the
balance being purchased at a price   determined   under   paragraph
XIV:

Provided that if'the station is a hydro-electric station or if any
unit of a combined station is a hydro-electric unit, the number of
kilowatt-hours which the licensee shall be entitled to purchase as
aforesaid shall be reduced by such amount, if any, as may be agreed